UNION WORKHOUSES (IRELAND) (SICK PERSONS). 



RETURN to an Order of the Honourable The House of Commons, 
dated 28 June 1881 \—Jor, 



RETURN “of the Average Number of Sick Persons tended in each Union 
Workhouse in Ireland during the last Year for which the Figures are 
complete, distinguishing those treated in the Infirmaries and those treated 
in the Fever Hospitals, and showing the Number of Paid Nurses, and Unpaid 
or Pauper Assistants in Charge of such Persons during the Day and Night 
at the present Time, thus : — 



Union. 


Average Number 
of Sick 
in Infirmary. 


How 

Tended, Day and 
Night. 


Average Number 
Fever Hospital. 


How 

Tended, Day and 
Night. 


Remarks. 















And, of the Average Number of Lunatics, Idiots, &c., in each Union 
Workhouse in Ireland during the last Year for which Figures are complete, 
showing how far these Persons are in Charge of Paid Attendants or Pauper 
Unpaid Assistants, thus : — 



Union. 


Number of Lunatics, Idiots, See. 


How Tended. 


Remarks. 


Male. 


Female. 













Local Government Board, 
Dublin, 1881. 



} 



B. BANKS, 

Secretary. 



{Mr. Moore.') 



Ordered, by The House of Commons, to be Printed, 
25 August 1881. 
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IOTS, 





UNION WORKHOUSES (IRELAND) 
(SICK UEKSONS). 




[Mr. Mo, 



OnUnd, Til. 
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Under 2 os. 
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